BILL NO. S-71-09- 


SPECIAL ORDINANCE NO. S- '] '7/ 

AX'! ORDINANCE approving bid document Ref. No. 
407-S0022 with PASS ELECTRIC, INC. for Traffic 
Signal installation at Gary Street and Tillman 
Road. 


BE IT ORDAINED BY THE COMMON COUNCIL OF THE CITY OF FORT WAYNE, 
INDIANA: 


SECTION 1. A certain Bid Document Ref. No. 407-S-0022, 


approved September 16, 1971 between the City of Fort Wayne, by and 
through its Mayor, Board of Public Safety, Traffic Engineer, and 
Department of Purchases, and PASS ELECTRIC, INC., for: 


Furnishing all equipment, material and labor 
and the installation of an automatic, actuated 
Traffic Signal at the entrance of Southtown 
Mall, Garry Street and ■jp-llman Road inter- 
section. 


for a total cost of $22,405.00, of which 40% is to be paid by the 
City, all as more specifically set forth in said Bid Document Ref. 
No. 407-S-0022 and Purchase Order No. 3-01337, which are on file 
in the office of the Department of Purchases and are by reference 
incorporated herein and made part hereof, is hereby in all things 
ratified, confirmed and approved. 

SECTION 2. This Ordinance shall be in full force and 
effect from and after its passage and approval by the Mayor. 



Read the first time in full and on motion by ' / , seconded by 

and duly adopted, read the second time by title and referred 

to the (Committee on) 

J '."’TTTT 

»-€««Hd*si-.oo--f'0^-Heee«fnffieinricrtttJii) ( arid~Pabiis--Hieaxiiig — to be — hel d 'aft e r -d lue — LegaJL — aotxce-. 


^-at-thse-ecratlCinr'STiiHb^^ Hall, Fo^t Wayne, Indiana, on _ 

— . — - — — day— e#- — ' " 1 9~ 


“at” 


-o ' c l o ck — = 



seconded by 


(L. 


and duly adopted, placed on its passage. 


Passed (i@^) by the following vote; 


AYES 

Adams 

Dunif on 

Fay 

Geake 

Nuckols 

Eobwson 

Rousseau 


NAYS 




Steigerwald__A^ 

Tipton 


ABSTAINED 


ABSENT 


to -wit: 


Date 


7/ 



City Clerk 


Passed and adopted by the Common Council of the City of Fort Mayne, Indiana, as 

I (Special) (-Appsopw-atien-) Ordinance Nq» -5-- 7>^¥~TI 



^t*,^ity Clerk 


Presented 'by' me to the Mayor of the City of Fort Wayne, Indiana, on the / 3 day 

, 19 7 / 9.t the hour of ’j"', 3 s o'clock .M.,E^.T, 





Approved and signed by me this XTT^ day of 
at the hour of // / / o'clock ^ t »Ma sE.S .T » 


(P(L 


City Clerk 


, 19 



Mayor 


Bill No. S-71-Q9-23 


We 3 your Committee on 


REPORT OF THE COJMMITTEE ON CITY UTILITIES 
City Utilities 


to whom was referred an Ordinance 


approving bid document Ref. No. 407-C-0022 with PASS ELECTRIC, INC, for 

Traffic Signal installation at Gary Street and Tillmn Road, 


have had said Ordinance unde^jjjon^deration and beg leave to report back to the Common 
Council that said Ordinance PASS. 

JACK K. DIMIFON. Chairman 


WIT.T.IAM K. GEAKE. Vice-Chairman 


THOMAS C. ADAMS 





JOHN mCKOLS. 


r .1 . ta - -Tr. — 



C.l 


2'iV 


_ HERHKRT C. TIPTON. 







f ■' i' ^ -i.C'ihD 

EONAHOOsMI, CITY CL&^K 


